AMENDMENT NO. 1 JULY 1988 


TO 


IS:10532(Part 2)-1983 SPECIFICATION FOR 
FIRE-RESISTANT HYDRAULIC FLUIDS 


| 
| 


PART 2 INVERT EMULSIONS (WATER-IN-OIL) TYPE 


(Page 6, clause 5.1) - Add the following new 
clause after 5.1: 


"5.2 Criteria for Conformity 

5.2.1 The lot shall be declared as conforming 
to the requirements of the specification if all the 
test results on the composite sample meet the 
relevant specification requirements.' ” 


(Pepe 4) Reprography Unit, BIS, New Delhi, India 


